The FA Cup 


Second Round Replay 





16th December 2014 


Yeovil Town FC V Accrington Stanley FC 


30 Jed Steer 26 Jack Rose 

3 Nathan Smith 3 Michael Liddle 

4 Joseph Edwards © 4 Luke Joyce © 

9 James Hayter 5 Tom Aldred 

11 Samuel Foley 6 Dean Winnard 

15. Seth Twumasi 7 Seamus. McCarten 


18 Jordan Clarke 14 Marcus Carver 

20 Ben Nugent 15 Pietro Mingoia 

23 Simon Gillett 24 Andy Proctor 

26 Stephen Arthurworrey 25 Rob Atkinson 

27 Thomas Eaves 33 Matt Crooks 
Subs Subs 

12 Artur Krysiak 8 Josh Windass 

2 Brendan Moloney 9 James Gray 

8 James Berrett 12 Luke Simpson 

10 Ajay Leitch-Smith 16 Nicky Hunt 

13 Kieffer Moore 21 Lee Molyneux 

19 Liam Davis 23 Anthony Barry 

28 Alex Smith 11 Kal Naismith 
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